Arlington Historic =| Sone 
District Commissions | 2075 


Hearing Date: 


° ° . Certificate #: 
Application for Certificate Wanton —— 


(Read attached instructions 
before completing form) 





Certificate Requested: Appropriateness — for work described herein 
Minor project Major Project Demolition 
on-Applicability — for the following reason(s): 

Not subject to public view 
Maintenance, repair, or replacement using same design and materials 
Proposed change specifically excluded from review under Bylaw 
Other: __ ee _ 

Hardship — financial or otherwise and does not conflict substantially with 

the intent and purposes of the Bylaw 





General apraena 


Property Aderess WT Ru = St, —s—i—“‘iésCCOD istrict See e\\ 


So | WN ___ Email_ \. € Steve 9 ama! (com 








Owner's Phone on é17-4Se- ge. "(@- ee eT 
Owner’s Address Sm eve €. ee a ee ee 
Applicant (if not Owner) _ _ ee 
Applicant’s Phone (h) _ _(w) (fax) eS 


Applicant’s Address 
Applicant’s Relationship to Owner 





Contractor Gucnes CogeVv. Gurlters Phone__ — 
Architect == MUA Phone 


Dates of Anticipated Work: Start_‘S peta P2\ Completion__ 


Description of Proposed Work: (attach additional pages as necessary) Please include a description of how 
the proposed work (if a change or addition) is historically and architecturally compatible with the building 
and the District as a whole. 
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“Extsiong Camelia st wana gutter (4sh, soo TORTIE wth2s 


an « Wesed sucderig_detainca teal 4 | Pill weill toe patter! 


ta Be 






2 Mweoetrr 


Required Documentation Acknowledgement: (see attached canine’ 

I acknowledge that I am required to provide supporting documentation, including the attached “Supporting 
Documents Checklist”, by the deadlines indicated in the instructions. I understand that if such documents 
are not provided in a timely manner, this application will be considered to be incomplete and Commission 
action may be delayed. 







I have read the attached instructiojs and, to the best of my knowledge, the information contained in 
this application is accurate dnd c te. I also give permission for members of the AHDC to access 
the property for the purpo ing this application and work done under any certificate issued 
to me. | | 


Date: 1] Zt 


a SS SS SS ES ST SS SD fit 


Owners Signature(s): 
Certificate ‘aieetiaate vised January 2016) 


ARLINGTON HISTORIC DISTRICT APPLICATION 
Supporting Documentation Checklist 


Property Address__| LS. District Russel | 
Applicant’s Name pee Maicoue } _ VA . Email 

Applicant’s Phone (Day)  _6t7 ~4gu- <b (Mobile) 

LJ For Minor Projects or Certificate of Non-Applicability 


Drawings (11x17 max., with graphic scale, dimensioned, all materials identified) or marked up 
Photographs (8x10) | 
Existing conditions of historic fagade(s) to be modified; Show location of proposed work; Show proposed 
feature(s); Elevations showing proposed work and context; Drawing showing location of proposed work; 
Drawing showing the proposed feature(s); Site plan for site located equipment and features 
AW Manufacturer’s literature and specifications sheets describing the proposed feature(s) 
QO) Description of how the proposed work is either compatible with the District or Non-Applicable 


L) For Major Proj ects 
L) Photographs (8x10) 


Existing conditions of historic structure to be modified (facades, roofs, neighboring buildings); Site; 
Neighborhood context; Historic precedents for proposed work. 
QO Drawings (11x17 max., with graphic scale, must show differentiated existing and proposed 
conditions, dimensions, and all materials identified) 

O Plans 
Site (showing proposed structures, fences, walls, parking, HVAC equipment, electrical equipment, and 
relationship to adjacent roads, neighboring buildings); Each floor; Roof (showing valleys, hips, 
ridges, dormers, skylights, chimneys, vents, HVAC equipment, solar panels) 

O Elevations of building facades- identify: 
Foundation; Siding ; Trim; Gutters; Downspouts; Shutters; Railings; Stairs; Windows; Doors; Roof 
materials: Roof pitch; Chimneys and vents; Masonry; Light fixtures; Solar panels; HVAC equipment, 
Electrical equipment; Fences, Signage 

O Wall sections (especially showing projecting features such as bays, balconies, porches, additions) 


O Relevant exterior detail drawings (architectural trim, eaves, doors, windows, caps, columns, vents, rail 
systems) | 
0 Profile drawings (window and door elements, railings, balusters, stairs, shutters, roof trim, corner 
boards, casings, water tables, skirts, frieze boards, and all other trim) 
0 For projections, additions and new construction also include: 
Neighborhood lot plan- include footprint to lot area ratio as well as that of neighboring lots; Plot plan- 
existing building(s), setbacks, proposed new structures; Site section (show relationship to site 
topography, adjacent structures, major landscape features, roads) 
C1 Manufacturers’ literature and specification sheets describing the proposed components 
CO) Suggested Supporting Submittals: Model; Physical Samples 
Q Description of how the proposed work is compatible with the District. 


LJ For Demolition 


C1) Statement of current state of existing structure and reason for demolition 

C) Statement of the historic significance of the structure 

OV Site Documentation (including Plot plan; Photographs of existing conditions; List ian 
materials; Year built; Original architect) 

O Other provided documentation not described above (please list on a separate attached sheet). 


Applicants Signature(s): Date: 





Certificate Application (Revised January 2016) 


3/1/2021 Fiberglass Gutter Products and Services. Call Us Today 





¥ FIBERGUTTER® 
: Fiberglass Gutter 


"Soacttied by Architects and Approved by Cartractars" 


RANA AA 


ViberGutter Standard Profiles 


Fiberglass Gutter is an exact representation of the traditional Boston Wood Gutter 
profile and has been approved in multiple historic district commissions throughout 


the United States. 


FiberGutter features a UV protected, resin impregnated white finish to complement 


your home and lightweight yet strong fiberglass construction. 


All standard 4x5 and 4x6 FiberGutter Profiles are manufactured in 16’, 24’ and 40". 
lengths 





Part: FG6o 


4X5 Fiberglass Gutter 
FG6016 - 16' Length 
FG6024 - 24' Length 
FG6040 - 40' Length 
peppy 
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https://fibergutter.com/products/ 
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“ ie? FiberGutter 


HRN AbOUES WOKS gO 


FiberGutter dealer page 
updated: | 

hitps:/Aibergutter com/where- - 
to-tuyh 


Comment Share 
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: Nice new delivery van for 
Rafferty Wholesale. 
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: is? FiberGutter 


ame about a month ago 


Thanks to a mild winter 
Fibertsutiar installations are 
stili going strong in the 

: Boston area. Nice work as 

: always Ryan Building 

- Prariuects! 
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Makowka Residence 
17 Russell Street 


Project: 
Rear Gutter Replacement 
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